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Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 

webmaster@town.arlington.ma. us 

Board of Health Minutes 07/27/2011 

Board of Health Meeting Minutes 
Wednesday, July 27, 2011 
Ground Floor Conference Room 
Arlington Senior Center 
5:30pm 



Board Members in Attendance: Dr. Marie Walsh Condon, Mr. Gregory Leonardos and Dr. Michael Fitzpatrick (Chair) 

Staff in Attendance: Christine M. Connolly, Director of Health and Human Services Natasha Waden and James Feeney, Health 
Compliance Officers. 


HEARING: Abrasive Blasting Regulations to be adopted 

Inspector Waden informed the Board that the name of the regulations had been changed per their request to “Regulations for the 
Removal of Exterior Paint”. Waden also explained that a legal notice was published in the last two issues of the Arlington 
Advocate for the puipose of informing the public of this public hearing for the proposed regulations. The Board unanimously 
voted to approve the Regulations for the Removal of Exterior Paint. 


Public Comment: 

No one from the public was in attendance and no comments were made. 


Meeting Adjourn at 5:50PM 
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